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| SPECIAL ORDINANCE NO. S- 2-77-27 
| 
| 
| 
| 
| 
| 
| 


WESTINGHOUSE ELECTRIC SUPPLY CO. for URD 
Triplexed Aluminum Cable for the Light 


l 

| 

} 

j 

| 

AN ORDINANCE approving a contract with | 
| 

i 

Construction Department. | 
| 

| 


SECTION l. A certain contract approved December 6, 1967, | 


between the City of Fort Wayne, Indiana, by and through its Mayor 


| and the Board of Public Works, and WESTINGHOUSE ELECTRIC SUPPLY 


20,000 feet of URD Triplexed Aluminum 
Cable for Light Construction Department, 


for a total price of $6,810.00, all as more particularly set 


reference incorporated herein and made part hereof, is hereby in 


| 

| 

| 

| 

| 

| -r for: 

| 

| 

| | 

| | 

| | 

| | 

| forth on CITY UTILITIES PURCHASE ORDER NO. 18584, which is by 

| | 

| | 
t 

| 


all things ratified, confirmed and approved. | 


SECTION 2ə This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 


Bill No. S-67-12-03 


REPORT OF THE COMMITTEE ON CITY UTILITIES 
We, your Committee on City Utilities to whom was referred an Ordinance 


ESTINGHOUSE ELECTRIC SUPPLY CO. for URD Triplexed 


have had said Ordinance a all and beg leave to report back to the Common 


2 


Council that said Ordinance 


CONCURRED IN 
DATEL 2-6 FUAD G. BONAHQOM, CITY CLERK 


. & 
Redd the“first time in full and on motion by 
aep > A 


te the (Commit tee on) 


~ seconded by 


titie and referred . 
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Date: 


seconded by 


Passed (3 by the follow ng votes 
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Buchanan 
Dunifon 

Fay 

Hinga 
Nuckois 
Robins on 
Rousseau 
Steigerwald 
Tipt on 


HHI 


$ 


a Ace 


Approved and signed by me this 21 aay of 


at the hour of /O“S"p_ o'clock 4 «Me, EsSol. 


